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Ms. Brenda T. Hodge 
Dr. John H. Lauterbach 
Mr. Byron F. Price 
Dr. S. T. Jones 
Dr. J. F. Whidby 
Dr. John D. Woods 
Mr. Robert S. Pless 

Addressees: 

Enclosed is a copy of the 1994 FTC report. The date of appearance in the 
Federal Register is unknown. The varieties described correspond to our Market Sample 
-35, which was picked up between February 1 and March 15, 1992. TITL's draft report 
was January 12, 1993, and the final report, March 15, 1993. 


Sincerely, 



William L. Steele 


PM3001059632 


Source: https://www.industrydocuments.ucsf.edu/docs/jlkk0001 



































